USDA 



United States Department of Agricutiure 
Animal and Plant Haaitti Inapacibn 


217mBI61M6B0 Inspjd 


Inspection Report 


Mike Me Clelland 
Mix:lalland'S Criltara 
753 Count/ Road 6E1fl 
Banks, AL 36005 


Customer ID' 7051 
Ceftificate' O-^C-OIOS 
Site- 001 

r^KEMCCLELU^ 


Tyue- ROUTINE INSPECTION 
Date- At>g-06-20t4 


3.125 (a) REPEAT 

FACILniES, GENERAL 

■‘■‘Mm Aubie and Brianna the tiger's enclostine tbeie are several areas of Ihe primary fence that is only H 5 ft. lall 
There are severHl oiher liger encbwres at ttie lacility that 1ha fencing r^cesn t appear tq be 15 tt fall in comparison tp 
iha latter measured at 14. 5 fl In baignt.The lencmg oonitalning the animals Is an open, straight up fence wblch tbe 
upper most part of the lencing is attached lo a sir^le £ k 4. tMard which allows the fencing to be loose and llims/, The 
height of the primer/ lencingi tor the big cals had been discussed at a previous inspecticn dn June 5, 2Cit3 wiih Ihe 
Owner and the fenemg was modified hy maklr>g ihe primary ericlosure a l5 It. open, slralghl up fence to properly 
contain the animals, Currently |he height and structural composition of the primary fencing for these tiger's enclosure 
is nol conslructsd cl such malerial and cf such strength to securely cenLain ihe ligers. All enclosures lencing lor big 
cats should bo measured. The outdoor housing facilities shali be struduraiiy sound and shall be ntainlained in good 
repair to prptwt |he animals Inqm injury and tO contain |he animals- 


The inspection and eyrt briefing was conducted wiin the owner. 
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